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SUBJ: IAEA NUCLEAR POWER PROJECT TRAINING COURSE 
REF : A. STATE 15444; B. IAEA VIENNA 0451 

1. MISSION HAS RECEIVED FORMAL AGENCY LETTER DATED JANUARY 31 
(SIGNED BY ACTING DG HALL) ACKNOWLEDGING U.S. PROPOSAL FOR DEVELOP- 
ING AND CONDUCTING TRAINING COURSE ON NUCLEAR POWER PROJECT 
PLANNING AND IMPLEMENTATION AT ARGONNE NATIONAL LABORATORY. 

LETTER ESSENTIALLY IDENTICIAL TO TEXT SET FORTH REF B. 

2. AGENCY DESIGNATES HAMMOND AND SKJOELDEBRAND FOR CONTACTS ON 
ADMINISTRATIVE AND TECHNICAL MATTERS RELATING TO PLANNING FOR 
COURSE AT ARGONNE, AND NOTES FURTHER THAT AGENCY WOULD APPRECIATE 
ACTIVE PARTICIPATION IN FIRST SESSION OF COURSE AT KARLSRUHE 

BY SUCH U.S. ORGANIZATIONS WHICH WILL BE INVOLVED IN COURSE AT 
ARGONNE. 

3. COPY OF LETTER POUCHED AMMONS/ERDA. 

4. WE WILL BE CONTINUING OUR DISCUSSIONS WITH AGENCY RE POINTS 
MENTIONED REF A, BUT IN MEANTIME, FORMAL AGENCY LETTER SHOULD 
MEET ERDA'S IMMEDIATE NEED. 

5. AGENCY HAS ALSO INFORMALLY ADVISED MISSION THAT FIRST MEETING 
OF ADVISORY COMMITTEE FOR TRAINING COURSE WILL TAKE PLACE AT 
KARLSRUHE, FRG, PRIMARILY FOR DISCUSSIONS RE KARLSRUHE COURSE AND 
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PLACE AOUBT MAY 15, PRIMARILY TO DISCUSS FUTURE COURSES. MISSION 
EXPECTS TO RECEIVE INVITATION SHORTLY FOR NOMINATION OF ONE MEMBER 
AND ONE ADVISOR FOR ADVISORY COMMITTEE, BOTH TO PARTICIPATE AT 
NO RPT NO COST TO AGENCY. PORTER 
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